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PAGE 01 STATE 215383 
ORIGIN OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 /024 R 

DRAFTED BY OC/S:D LACHMAN : RMJ 
APPROVED BY A/OC:S E BRANCH 
SY/T:M MUSSER 
OC/PE:G R YOUNTS 

097559 242027Z/70 

R 241712Z AUG 78 
FM SECSTATE WASHDC 
TO AMCONSUL LENINGRAD 
INFO AMEMBASSY MOSCOW 
AMEMBASSY BONN 

CONFIDENTIAL STATE 215383 

MOSCOW FOR CEO, BONN FOR RCO 

E.O. 11652: GDS 
TAGS: ASEC.ACOM 

SUBJECT: RADIO FREQUENCY SIGNALS FROM COMM CENTER EQUIP- 
MENT 

1 . SIMILIAR PHENOMENON TO THAT YOU DESCRIBE HAS BEEN 
FOUND IN TEMPEST TEST AT OTHER POST. IN THESE CASES THE 
SIGNAL ORIGINATED FROM THE OPTICAL ISOLATOR PACKAGES. 

2. AS YOU POINTED OUT, THE INFORMATION WAS DEFINITELY 
ENCRYPTED SIGNAL AS AVAILABLE ON THE TELEPHONE LINES. THE 
SOLUTION TO THIS PROBLEM IS TO SWAP-OUT THE ISOLATOR. 

3. IF YOU CAN PIN DOWN THE SIGNAL TO THE ISOLATOR PACKAGE- 
OC/S WOULD LIKE TO HAVE BOTH THE ISOLATOR AND THE 
ASSOCIATED POWER SUPPLY RETURNED VIA CLASSIFIED POUCH TO 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 215383 

THIS OFFICE. 

4. IF THE OSCILLATION DOES NOT OCCUR IN THE ISOLATOR, 

SUGGEST THE LOOP CURRENT IS CHECKED TO INSURE THAT THE 
EQUIPMENT IS NOT BEING DRIVEN INTO SATURATION. 

5. REQUEST RCO OR CEO MOSCOW RENDER ANY ASSISTANCE NEEDED. 
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